The Universal Vise Attachment 


Makes a Vise Hold ALL Shapes 



Take your vise out of the class of single purpose 
tools, ilake it grip all shapes. The Universal 

Vise Attachment 
by means of inde¬ 
pendent, self-ad¬ 
justing grippers 
and exact equality 
of pressure at all 
contact points per¬ 
mits you to do 
this. 


Grips All Shapes— 

Fits Any 
Vise 

Needs No 
Adjustment 

This great little improvement 
is used by many of the larg¬ 
est concerns in the world. 
Won’t you try It? It will 
save your work and your time. 


Send today for the full details. 

THE UNIVERSAL EQUALIZER COMPANY 

CINCINNATI OHIO, U. S. A. 













